From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Postmaster@mmp-bos-2.state.ma.us 
Friday, November 18, 2005 6:50 AM 
Farak, Sonja (DPH) 

Postmaster@mmp-bos-2.state.ma.us 
Undeliverable mail 
ATT32961.TXT; change of address 


Your message was not delivered to the following recipients: 

ivitiello@moses-ma.org : 550 < ivitiello@moses-ma.org >: Recipient address rejected: 5.1.1 < jvitiello@moses- 
ma.org >... User unknown 
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